EW1NG GALLOWAY

BETWEEN ARGENTINA AND BRAZIL are  the  mighty falls  of  the     Argentine side and a similar one near the Brazilian bank. At high water

Rio Iguazti   which rival Niagara and the Victoria Falls in size and     the river swells enormously and a torrent more than two miles wide

grandeur  In the dry season   there are about twenty separate cascades,     rushes  over the rock ledges  in two  great  drops,  totally  obliterating

^besides a double crescent-shaped fall eight hundred yards wide on the     most of the islets which divide the falls at low water.